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DED-7677~60 
Bl October 1960 


Weatinghouse Electric Corporation | 

Baltimore 3, Maryland ~- gonieeg 
Ref: Contract 

Bear Bob: _25X1Ala_— Pea 


A check in the amount of [J wi22 ve tseuea 25 
October 1960 for the flelA maintenance claimed on invoice 
Wo. 86-30479 under the referenced centract. 25X1A1a 


fhe amount billed for trensportation cost, A is 
being suspended since the trip covered the period 27 June 


through 3 July for and should be rebilled 
under Contract F 
25X1A5a1 
Very truly y ? 
25X1A2q a ae 
Doug 
Dist: 25X1A2g 
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a 
77 conerac Fin/DPD 
1 - Contract Fin/DPD 
1 - Chief, Contracts Br/DPD 
1 - Reading, DPD-Fin 
1 - RI-DPD 
EL: jt/DPD-Fin/21 October 1960 
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